MEMORANDUM FOR: Acting Deputy Director for Administration 


25X1 ' FROM: 


Director of Security 
SUBJECT: - Office of Security Significant Activities 
Week of 30 October 1980 (U) 
REFERENCE: -  -DDA Administrative Instruction No. 74-5 


1. This memorandum is for information only. (U) 


2. The activities of the Office of Security during the 
week of 30 October - 5 November 1980 were highlighted by the 
following items: 


b. Other overseas support activities include 


departure of a TSD_ representative with a Department 
25X1 of State team i aa | where a physical 
security update will be performed and the technical 
threat to the Embassy evaluated. 


25X1 


c. During the reporting period the Chief, 


Information Systems Security Grou articipated in 
a briefing for 
The briefing was hosted by the Office o echnica 


Service at South Building with representatives from 
TSD and the Office of Research and Development also 
in attendance. (C) 
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d. On 4 November, theL__._———C—Cd 25X1 
commenced support in surveillance training to three 
individuals designated for assignments in the SE 
Division area. Two teams of Special Agents, each 
comprised of five agents and three vehicles are 
involved in the exercise which features both foot 
and vehicular surveillance. The exercise will end 
on 7 November. (S) , 


e. Work continues on the OD§&E/0SO buildings 
at the [_.] The contractor has completed 
about half of the foundation of the building and on 


Tuesday, 4 November, work began on pouring the footings 
j) 63 


f. During the reporting period the Safety Group 
was engaged in a five-day Advanced Safety Survey 
Course [| Five Agency employees and the Director = 
of Safety, Department of State, were in attendance. (U) 
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